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BRU SHES: Automobile 
BRUSHES: Bed Pan 
BRUSHES: Bottle and Glass 
BRUSHES: Car Washing 
BRUSHES: Cuspidor 
BRUSHES: Duster 
BRUSHES: 6X Electric Scrub 
BRUSHES: Floor Polishing 
BRUSHES: Floor Sweeping 
BRUSHES: Garage 
BRUSHES: Milk Can 
BRUSHES: Pat. Floor Scrubs 
BRUSHES: Radiator 
BRUSHES: Scrubbing 
BRUSHES: Stair Dusting 
BRUSHES: Wall 
BRUSHES: Window Washing 
PURE SPONGES 
CHEESE CLOTH 


6x Electric Scrub 

This patented style scrub is made both on a single and 
a double row block from four to eight “bobs” long. The 
double row scrubs can be furnished with or without the! 
rubber squilgee. With the squilgee you have your scrub¬ 
ber and dryer in one. 


THE SCREEN KEEPS THE WATER CLEAN 

Made in either single or partitioned tank—wringer at¬ 
tached. Holds eighteen gallons of water and is easily 
handled. Mounted on fibreiodtired casters that will not 
mar the floors. 


A Duster For Every Need 


Showing Why the Flexo 
Handle makes a Floor 
i Brush Sweep 

Kit Clean 


Every 
Brush 
Chucked 
Full of 
Real 


Service 


J 


Digitized by ^.ooQle 












